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Mi 


Chief, Ccmo Hr gi nooning Branch 
Chief, Como Operations Branch 

Proposed I*au Receiving Site 


25 itoy 1951 


j Our netaorandica of 4 Hay 1951, to Chief, Eng incoring Branch, subject 


25X1 A 


1. Attac-wd to the referenced nemo was a draw ing of t he proposed now receiv- 
ing c«to. This drawing was oaut In 1 y tba Chief of I □and roprooonto their 25X1A 

ir?oan and desires for building facilities at the now site. On the surface, t\o 
percental of area oocnpied by tho living quarters in this building would m&A un« 
justifiable. This memorandum. will bring out facts which will explain tso necessity 

for tho design* 



r 

<r 

r 

3, hts a result of this housing shortage, quarters were included at tho present _ ^ 
receiving and transmitting sites* Those quarters arc new filled, yet tho 
staff is operating at only 39" ’ of Its fall T/O strength. Single son ana* 
son who have not yet found hocsln£,oecapy, those quarters. 


isarrid 

4* Plana call for six bedrooms In tho proposed now building. These roems ore 
odocuateXv large for two aen per room thus twelve sen could be housed ‘hero. The 
availability of this nuch apace would entirely alleviate tho housing shortage at 
— “H unless an unforeseeable expansion . tool: place. 


5. s*oa an operating standpoint the' ‘rroxisdtgr of tho pereannol to their work 
Is beneficial. They are acre readily available during a larger percentage o_ taolr 
off duty tine Should on m ergoney arise. Split-shifts are mob more agroca JLe to 
the men under these conditions and this typo of shift la often ossantial. g-ra 
experience tho non tabs mob wore Interest in tho station when It la tao^r J‘Ono« 

They feel a personal responsibility for it since they mat live with it 24 uoura per 

day* 

4, Overall physical security is Inorsassd manifold when wea are quartered 
u j -thin the o-'-eratinv building. Tho station at present operates for* lo hours per day# 
£££*£ SfSS; If wartw. «o act to***, • fluty officer will too to bo 
present during tho eight off-duty hours each day. If quarters are included tor 
covoral won# this problem is virtually olbdnatod as It can easily bo arranged 
aonuro that at leant on© r.an of the several quartered vtehin. the building will bo 
present In tho building daring the eight hour off-duty paried* 
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7. Experience at | Indicates tho norate of tho non io good under those 

conditions. Radio non Inherently llfco to bo around other radio mn vho can talk 
their la-rovipa, Host of thora ©von lave hobbies doal.lnjj with olectronica. Thug, 
thoy fronorally fern, a rather congenial ??roup wf«n hold class toother, Shore are 
always those who do not fit in and those non still have tho opportunity to aecajft 
tho type housia* thoy would normally got should wo not furnish housing. 




It lo therefore esneiderod highly oooontlal by this office that tho 
quarters bo Included as shown da the proposed plan* Aa a m & gaation the bedrooa* 
between the day room and the lavatory would bo better placed frea a noise ctnad- 
point if it were on the end wall with the day room betuoon It anti tho lavatory* 

' It io roqiostcd that these facte be :nado a part of the attaehaoate originally cent 
wit3v,^h9 reference xseaorendssa* 


25X1A 


cos ss&mn ; 

J/th 

ORIGj OPS/ULS/hnif 

ops J 

0PS/CHR0N0 





Approved For Release* ?0C|2/08/21 


CIA-RDP84-00499R000800080041 -6 





25X1A 


25X1 A 


25X1A 


QKPM'i 

Approved For Rwfease 2002/08/21 : CIA-RDP84-00499Rftfl0800080041-6 


W/9 - 7/ 


Chief, Engineering Branch 4 piay 1951 

Chiof, Operations Branch 


1. Attached Is a memorandum from. . 

ho explains a proposal which has boon prooontod by tho Chief 
Chief I ' 


of this Branch In which 
and tho 


25X1 A 
25X1 A 


2. Tho Operations Branch concurs in this proposed expansion as suggested. 
It is requoatod that tills proposal be put in project form and presented to tho 
proper authorities for approval* 




25Xh 



ORIG: 


OPS/WLS/hmf 


OPS/ I 

0PS/CHR0N0 
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Chief, Operations Branoh 


7 May 1951 


1. The wrltor rece ntly re turned from a trip to 
Ivhore he visited our 


_ radio base. During this visit a 

Qa5 o~ oT J tho~ faclli ties as they exist and of a proposal for expansion 
following facts wore obtained end are set forth in the succeeding paragraphs 


tudy was 
Tho 


2 . 


tho transmitting site, is quite adequate in its present 
fora. This is a now installation and in excellent condition. It is used only as 
a transmitter facility and as quarters for up to six non. No expansion or ■ 
improvements soon to bo required here under 'the pro sent contemplated work Iona* 


— | tho receiving sits, is used far tho following purposes: 

a. As the receiving facility. 

b. As the Communications Supply facility for most of Europe. 


c. 

d. 


As tho 


motor pool facility. 


As quarters for five men. 


o. as the communications repair shop for all communications. equip- 
ment I I 


f. 


As the Office of. the Chief 


radio station. 


4. The increasing responsibilities placed on I I have rapidly 

made the facilities mentioned In subparagraphs 3a, 3b, ; 3c, 3d, and 3© entirely 
inadequate. This is particularly true in view of a contemplated increased work 
load which will result from future OSO/OKJ operations in this area. The limita- 
tions to tho receiving facility stlono arc as follows: 

a* No further space is available for tho oroctioa oi now antenna© 
required to cover now areas of operation. 

b. Ho further space is available within tho present receiver 
building for construction of more radio operating positions beyond vho 
five now installed. 

o. Electrical interference is becoming a problem. Directly across 
the road in front of the site is a new and extensive motor maintonanca 
shop. Here such interference creating devices as arc weldors and olectrlc 
drills are operated throughout the day. Hotor convoys ore forma in front 
of this shop causing considerable ignition inter f or sneo on tho higher 
frequencies. 
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5* Tho limitations to tho supply facilities 


are as follows* 


25X1 A 


5^i; 


a. Storage eraca for supply material is inadequate. Severn, tons 
of committed communication 3 equipment aro presently stored outside on 
tho ground for l ack of In side storage space. Horn of this equipment can 
bo diaper sod to ]aa it must ba immediately available » 


b. Space is at a prauium in tho packing section of supply. Th® 
carpenter shop whore orates arc built for packing is in a very small 
building 30 feet away. from tho supply wing. Packing of classified equip- 
ment must ba dona in a aoparat© crowded room in tho rear of the wing. 


• ©• Testing mid repair facilities for tho supply facility are assail 
and lacking In space. 

6. Tho motor pool has no , grease pit and no place into which tho truck© 
my bo driven for repair in foul veathor. Only small vehicle a can be driven in 
tho email building used primarily ao a carpenter shop. 


25X1 A 


7. All five bachelor quarters at the present | |slte ere 

filled and more space is required. Housing is extremely short in tho area and it 
is usually necessary for tho personnel living off tho base to find housing in 


25X1 A 


25X 



f>. It is proposed that, tho receiving facility itself be moved to a new 
area on tho south edge of p 1 An approximately 100 aero plot 

can bo obtained from |“ _ " | ln this area. This plot is removed from the 

general building area of I I and should bo vary quiet from an 

electrical noise standpoint. It is not included in future expansion planning for 
| | Further, its use can bo obtained at no cost to this organisation. 

To install tho receiving facility at this spot would require the following. (See 
Attachment A)* 


a. Construction of a new building to hous© the receiving facility 
include an emergency power generator building* Tho main building will 
provide quarters for fivo sen in addition to tho office for the Chief of 

25X1 A I I 

b. Construction of a suitable antenna Installation within the ICO 
aero plot. 

o. Installation of Improvements for the area such ao paved roadway, 
utilities, fence * oto, 

9. The present site will than bo turned over to tho supply, motor pool, 
and communications maintenance facilities. Those facilities are already thoro but 
will gain tho use of two approximately 12 foot x 12 foot rooms and om approxi- 
mately 12 foot x 35 foot room whoa tho receiving facility moves out. A now wing 
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proi'oood in paragraph 7 of | | dated 18 Poconbcr 1950. It In proposed 

to lnolixta this i/ing in tho overall proposal an the opaco provided by its 
construction will augment tho space obtained from tho movo by tho receiving 
facility thus coupler oly relieving tho existing shortage of space. Tho bachelor 
quarters presently in this building would remain. 


10. Total, cost of this expansion would bo as follows t 

Cost of now receiving facility (broken down In 

Attachment A) $55,660.00 

Coat of now wing on present building (Soo 

Attachment B) 14,000.00 


TOTAL $69,660.00 


11* The undersigned bolieves from what he has soon at 


backed 


25X1 A 


up by the two attachments, that the proposed expansion is essential for efficient 
cover ago of our communications responsibilities at that radio base. 


25X1 A 


Attachments: 2 
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HU-7/ 


Chief, Corvzunicaticna Division 
Chief, Operations Branch 

Facilities 


26 April 1951 


x tension or 


SPi letter dated 18 April 1951 fro n Chief of 
to Chief I 


Ease Padio Station 


25X1 A 


1. The reference contains certain details rela ting to a pro posed extension 


of the facilities at the 


Base Eadio Station. 


other details resulting: fren his recent trip to tho[ 


jxdvises ne of 

]aito. After a study 


of the proposal as a rholo, this office makes the following eceicante and recca- 
nendatlens* 


2* Certain 'limitations exist in the present C 


I installation, -which isake 

present operations difficult and future expansion virtually impossible. They are; 

A. A lack of further spaco for expansion of the antenna field 
beyond its present si so. 


B. 


Increasing difficulty duo to electrical interference 

Jlnstallaticns adjacent to the receiving sit®. Directly 


across the road in front of the site is a new and extensive 
motor maintenance shop. Hero such intorfereneo-creaiing de- 
vices as arc treldors and electric drills are operated throughout 
the dar. Kotor convoys are formed at this shop causing con- 
siderable ignition interference on the higher frequencies. 

Pc further space is available in the present building for 
further addition of radio receiving positions beyond tho five 
already installed. 


25X1A 
25X1 A 


25X1 A 
25X1 


25Xh 


D, The supply activity at the 


receiving site has completely 
out'-TOv/n tho spaco available for it* This activity handles all 
communications supplies for most of T* I At present several 
thousand pounds of crated ' ©quipsont coEnitted to planned oper- 
ations must be stored outside on tho ground under a tarpaulin. 


K. 


Tho only rotor vehicle repair shop at is too small to 
accommodate tho motor pool trucks. This building is also tho 
carpenter shop. 


3* Tho following proposals are presented for the alteration and expansion 
of this sito* 
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A, A new building to bo built on a lGO-ncro alto available in 

tho r o'; ; thorn tip of | I A circling of 

aueh a building if* part of reference 1 otter* This building 
would Uouno tho following facilities* \ 

(1) Tho radio receiving operating rom with adoqimto space 
for a Baxintcn of 12 manual poriticna and A automatic 5 , 
positions, and tho required offices «tc* necessary 
.administer such an installation* 

(2) Quarters for five men, - 

B, A suitable antenna fi eld to be constr ucted on the ICO-oere 

plot obtainable from | 1 Preliminary details of 

aucli an antenna field are part of roi’eronco letter* This 
office racacmends that tho Engineering Branch bo asked to 

• advise us on this antenna field* 


25X1 A 


j\ 

Vi 


25X1 A 


C* other imrovoments to tho area to be rads , ouch as construction j. 


of a paved roadway into the building area, installation of 
utilities t construction .of fence, etc* 

P» The present receiver site area to be then made available for 
use as follows? ■ 

i 

(1) As Como supply. 

(2) As motor pool vrith a suitable jnaintonahco shop 

O) As a laboratory and maintenance shop for coronadcaticno 
equipment 






it 

ft \ 


■\ 

H . 


(4) As quarters for part of the 


personnel 


4 . Appropriate cost of this project is outlined .in the refe rence* Iroa 
past oamarlonco and in view of our continuin'; coon relations with 1 

"* I ■*' ■ 1 « t * «* L. - .■5'k H.. ... . ... ^-.>.1.. .***«*. ^ 


CiU 

by 


, it is felt 60550 of the work on this project can be done 
at no cost to this organisation* Tor Instance, antenna*. • poles 

_ ... *. ■« *» * \ ' i t. ... u. rm*. v *< »r-4 *? • 


by r — [at no cost. to rms o; 

are tidUaJLiy Jtwnished and erected by [ 


at no cost*' They v.dll also 

(U a cao iAt^w-k-.r o. v*-.v * a-»*^.-i **«*■-*. t.***v** -v i i " 

supply- ditch digging equipment plus crew for laying keying lino cable. 

5. This office recommends that this project bo implemented along tho 
general lines as stated* • 


\mh 
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